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Feb. 6,1951 
Mr. J. E. Summerton 
1257 S. Alvarado Street 


Los Angeles, Calif. 


Dear Sir: 

Responding to your letter of January 30th, I do not know of 
any coins found in the tombs of the Valley of the Kings in Egypt. 
Most of these date from a period before the introduction of coinaze 
by the Greeks, that is to say, about the fifth century B.C. 


Very truly yours, 


Secretary. 


